242—Baha'i  Temple 
Wilmette,  111. 


Nonagonal  or  nine-sided  temple  located 
near  the  shores  of  Lake  Michigan.  A  com- 
bination of  old  Egyption,  Gothic,  Arabic, 
Romanesque,  Byzantine  and  Renaissance  por- 
trayed in  granite  gray  architectural  tracery. 
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